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ABSTRACT 



An opto-electronic transducer for determining position 
and/or velocity of one member with respect to another 
member is provided with light amplitude control. The 
transducer is comprised of a scale with a transmission 
grating on a first track and an indexing bar near each 
end of a second track adjacent the first, and a reticle 
with two sections of the same grating, one section being 
offset spatially one quarter cycle with respect to the 
other section for producing quadrature signals through 
two photosensors opposite the first track from which 
relative position and/or velocity between the reticle 
and the scale can be determined. A slit is provided in the 
reticle in order to provide information for determining 
position relative to the indexing bars. A single photo- 
sensor opposite the second track is used both to detect 
the indexing bars and to provide a feedback control 
signal to maintain the amplitude of light illuminating the 
scale and reticle constant. 

16 Claims, 4 Drawing Figures 
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1 2 

This need to provide some means of controlling the 

LIGHT AMPLITUDE CONTROL SYSTEM FOR light source intensity has heretofore been recognized in 

POSITION AND MOTION TRANSDUCERS various types of systems. Representative systems are 

BACKGROUND OF THE INVENTION « f ^ ? ^ S ' Pat Nos - 3 ' 775 ' 617 ' and 3,809,895. In 

5 the tirst ot these patents, a servo-indicator dedicates a 

This invention relates to opto-electronic encoders, second photosensor to continually monitor the intensity 

and more particularly to transducers useful in determin- of light from an incandescent lamp and thereby provide 

ing position and/or velocity of one member with re- a signal for controlling the intensity of the light source. 

spect to another member. In the second of these patents the output signals of a 

In the past, opto-electronic encoders have been de- 10 plurality of photosensors (employed in a system for 
vised for determining position (angular or linear) in the measuring relative displacement of a scale) are corn- 
form of binary coded tracks wherein the full extent of bined linearly to provide a control signal the mean 
possible positions (i.e., the full extent of travel of one value of which is representative of the intensity of light 
element with respect to another) is divided into two radiated by a source, thus effectively monitoring the 
parts. Another track is divided into four parts, and so 15 intensity of light from a source without dedicating a 
forth, the nut track being divided into 2" parts, with photosensor for that purpose. However, that technique 
alternate parts of each track being opaque and the other * s use ful m only the particular arrangements disclosed of 
parts transparent. A separate one of "n" photosensors is photosensors disposed along the line of relative scale 
provided over each track to sense light transmitted motion, and phase displaced such that only one is re- 
from a source on the other side. The light detected at 20 ceivin g full radiation while all others receive only par- 
any given time by the group of n photosensors indicates tial radiation. Still another displacement measuring sys- 
in binary coded form position or extent of travel from a tem disclosed in U.S. Pat. No. 3,872,301 employs two 
zero (reference) position with a degree of resolution apertures 180° out of phase in a mask and separate pho- 
that the length of the divided parts in the «th track bears tose nsors. The outputs of the photosensors are differ- 
to the total extent of possible travel. The static output of 25 enced t0 ? btain a P osition signal and added to provide a 
such a group of photosensors could be arranged in any cont rol signal to maintain the intensity of radiation 
other known binary code, such as the reflected binary con stant. This system also has the advantage of not 
or Gray code, by simply rearranging the separate parts rec l uirin g a dedicated photosensor to monitor the inten- 
of the tracks relative to each other Slty of the "S ht source > bu t is uniquely dependent on the 

The « V track encoder offers a direct bit-parallel fully 3 ° Particular differencing technique for obtaining the posi- 

encoded output but accomplishes this through substan- tl0 T n slgnal - . 

tial numbers of photosensors and associated electronic . ] n many a fP llcat * ons > lt ,s desirable to continuously 

circuits. In some applications such cost and complexity det frmme relative displacement (linear or angular) of a 

is notjustified.lt is often desirable to determine position „ "f 1 ? relative to an index position without an added 

by counting up cycles during motion in one dkection 35 tT?7 ^ * T^ * ^T? 8 ° f hght 

and counting down cycles during motion in the oppo- ° ^TT T* * mmlmUm ° f P h f° sensors - 

site direction, starting with zero at a reference positL. ^S*^*vmg> transmission grating of, for exam- 

An advantage in determining position in that manner is £** 2 °° ^V the T ™ d a ,. n ? ,cIe Wlth a SeCtl ° n of 

that one track yields position data and if necessary ve- „ ensorThSh^ *?• T^ ^ ht « * ' Ph ° t0 " 

locity data. It is sometimes necessary to determine ve- *° ™nl ^ »i* i T v SCal f e t f r0m a S0Urc V S 

locity as well as position. modulated as the relative position of the scale over the 

a rv,»„o„,= ~f ,,„i„ •+ • *u • i * , , reticle is changed. To determine position at any given 

to ^ a which the nhntl ""^ TtT°^ " *"* **** ° f the m0dulated ° Ut P Ut ° f the P^OsLor 
1 1 1 ™w Photosensor output of the position may be counted and down for ^ Qtion aw ^ from d 

tock makes excursions between maximum and mini- 45 toward an index position. To facilitate the determina- 
r^hJ Jff 7 T 7 Y ? determmed fr0m that tion of direction of motion, a second scale and reticle 

2L1 T y T f 7 f PCT Umt tlme T T combination may be provided in phase quadrature with 
res cted however to angle track arrangements. In the the flrst scale and reti ^ le combinat P ion . T q he output si al 

multi-track encoder previously described the rate of f a second photosensor opposite the second reticle may 

change of code from the nth track can be used as a 50 then be compared with the output of the first photosen- 

me Tn S ^L°L Ve tl, t ♦ a ♦♦ ,• u-,- ■« sor for determining direction of motion. In either case, 
In general, the lowest cost and greatest rehabil.ty will the rat e of the cycles in the modulated outputs of the 

sensors " Ph ° t0 " P hotosensors will provide speed information 

„ ' ,, . x . . . , This arrangement of a transducer for position, speed 

Regardless of the number of tracks or photosensors 55 and direction information utilizes only two photosen- 
employed, it is necessary to assure in some manner or by sor s. In addition to the two reticle photosensors, only 
some means that a relatively constant peak amplitude one additional photosensor is required to determine an 
output signal is developed by the photosensor as the index position. For example, in the case of a linear scale, 
relative position of the moving element to the stationary an index position at each end of the scale can be deter- 
element varies over the width of one opaque part and an 60 mined by providing a single bar at each end of the scale 
adjacent transparent part. Since the photosensor output on a parallel transparent track. A single reticle slit posi- 
may be proportional to incident light, a constant ampli- tioned to illuminate a third photosensor will modulate 
tude may not be maintained without some means for the output of the third photosensor to provide a single 
controlling the light source intensity. This is particu- pulse at each index position of the scale 
larly true in the case of a light emitting diode (LED) 65 The usefulness of this indexed scale-reticle arrange- 
since the intensity of the light produced is highly depen- ment will depend upon having a relatively constant 
dent on applied current and device temperature as well peak amplitude of the output signals, that are developed 
as device age. by the photosensors. Output signal peak amplitude must 
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be predictable within certain limits as this signal is pro- 
cessed by electronic circuitry which cannot accommo- 
date an extreme range of amplitude variation, or, for 
some applications, the position signal is used directly as 
the position feedback in a closed-loop servo-system, and 5 
the amplitude must be controlled in order that the gain 
of the servo-system can be predicted. Without this de- 
gree of predictability of gain within the servo-system, 
the servo-system may not achieve the desired sensitivity 
or position accuracy or it may become unstable. 10 

The limit of predictability that can be achieved will 
depend upon the extent to which the light source inten- 
sity can be regulated. A control loop would provide 
optimum regulation, but the problem is to provide an 
optimum control loop without additional photosensors. 15 
A very tight control loop would, of course, include the 
photosensor that provides the position signal; other- 
wise, variations in the light detecting characteristics of 
the photosensor will cause variations in the position 
signal. However, the variations in the characteristics of 20 
some photosensors with temperature, age and other 
factors is at least an order of magnitude smaller than 
variations in the radiating characteristics of light 
sources and the variations in effective transmissibility of 
the optical path. This is particularly true in the case of 25 
light emitting diodes. Consequently, it is not as impera- 
tive that the actual position photosensor be included in 
a control loop to regulate the light source intensity. 
However, it is important that the means of detecting the 
intensity of the light source for use in the control loop 30 
be subjected to the same environment as the position 
photosensor, and that it experience light intensity varia- 
tions that are of the same nature as that experienced by 
the position photosensor which result from variations of 
the effective transmissibility of the optical path. 35 

In practical opto-electronic position transducers, the 
amount of light impinging on the photosensors departs 
from that of the ideal case. This is due to a variety of 
causes, and this variation from the ideal case may be 
treated as a variation in the effective transmissibility of 40 
the optical path of the transducer. A portion of these 
variations from the ideal is experienced in different 
amounts between different units of a given design. Fur- 
ther, within any given unit, variations will occur due to 
the nature of the practical elements employed in the 45 
optical path. In addition, degradation of the optical path 
may occur during actual use of the transducer due ei- 
ther to the environment in which the transducer is used 
or due to aging of the elements in the transducer. 

By way of example, some of the causes of variation in 50 
the effective transmissibility are: changes in the optical 
density of any lenses and/or the scale and reticle of the 
system due to condensation of atmospheric contami- 
nants; variations in the effective optical density of the 
scale, over the length of the scale, due to imperfections 55 
in the manufacture of the scale; and scattering of light 
from the light source due to dust and other particulate 
matter in the atmosphere in the optical path of the light. 
Regardless of whether the change in the effective trans- 
missibility of the optical path is due to the use of the 60 
transducer in a given environment or caused by the 
nature of manufacture of the transducer elements, it is 
highly desirable to be able to regulate the light source 
intensity to provide compensation for these effects, in 
addition to compensating for any changes in the ability 65 
of the light source to maintain a constant light intensity. 
Further, if by design the photosensor that is within the 
control loop is subjected to the same range of tempera- 



ture and other environmental effects as the photosensor 
which is used for producing the basic position signal, a 
near total compensation can be achieved. 

OBJECTS AND SUMMARY OF THE 
INVENTION 

An object of this invention is to provide means for 
detecting the intensity of the light in an opto-electronic 
position and/or velocity transducer for light source 
intensity regulation with a minimum number of photo- 
sensors required for position and/or velocity informa- 
tion and intensity regulation. 

Another object is to provide light intensity regulation 
of a transducer for continually providing position infor- 
mation relative to at least one index position with a 
minimum of photosensors, including one for providing 
an index signal. 

In accordance with a preferred embodiment of the 
invention, an opto-electronic position and/or velocity 
transducer is provided comprising a first member hav- 
ing a track of information (e.g., a transmission grating), 
and a second member (e.g., a slit or section of the same 
transmission grating) opposite the first member with a 
minimum of spacing necessary to permit relative motion 
between the two members, and means for detecting 
light transmitted through the track of information, and 
in response thereto, for producing a signal proportional 
to the light detected as the position of one member 
changes relative to the other. A transparent light ampli- 
tude control track on the first member is disposed 
alongside the information track. Light through a slit in 
the second member and through the light amplitude 
control track of the first member to a second photosen- 
sor, is employed as a regulating feedback signal to main- 
tain the intensity of the light constant. When at least one 
index position bar is included in the second track, a 
low-pass filter is included in the feedback signal path. In 
that manner feedback control is bandwidth limited in 
order to avoid excessive amplitude excursions in the 
regulating feedback signal as an indexing bar eclipses 
the second member slit. An amplitude limiter is also 
included in the feedback signal path. 

The novel features of the invention are set forth with 
particularity in the appended claims. The invention will 
best be understood from the following description when 
read in conjunction with the accompanying drawings. 

BRIEF DESCRIPTION OF THE DRAWINGS 

FIG. 1 is a schematic illustration of an opto-elec- 
tronic transducer embodying the present invention. 

FIG. 2 is an enlargement of a portion of a scale in the 
transducer of FIG. 1. 

FIG. 3 is an enlargement of a portion of a reticle in 
the transducer of FIG. 1. 

FIG. 4 is a block diagram of an exemplary embodi- 
ment of the present invention in the system of FIG. 1. 

DESCRIPTION OF THE PREFERRED 
EMBODIMENTS 

Referring now to FIG. 1 of the drawings, there is 
illustrated schematically a position transducer compris- 
ing a scale 10, a reticle 11, a light source 12, and a pair 
of photosensors 13 and 14 for detecting position (and 
rate of change of position) of the scale 10 relative to the 
reticle 11. The reticle has two sections of transmission 
gratings (referred to hereinafter as Ronchi rulings) 11a, 
116, displaced one quarter of a cycle in a conventional 
manner. The pair of photosensors produce two position 



4,078,173 



20 



25 



30 



signals in phase quadrature from light transmitted 
through Ronchi rulings 10a of the scale and Ronchi 
rulings 11a and 116 of the reticle to the respective pho- 
tosensors 13 and 14. The reticle also includes a slot lie 
positioned over a third photosensor 15. Light from the 5 
source 12 passes through a second track 106 of the scale 
which is transparent, except for index bars 10c and lOd 
near each end of the scale when position indexing is 
desired. 

The scale moves relative to the reticle in a direction 10 
normal to its Ronchi rulings, and parallel to the elon- 
gated area of the scale devoted to the Ronchi rulings 
10a. The Ronchi rulings of the scale and reticle are 
parallel to each other. As the scale changes its position 
over the reticle, light detected by the photosensors 13 15 
and 14 will vary from virtually zero to a maximum, but 
one quarter of a cycle (space) out of phase. These quad- 
rature signals are coupled through amplifiers 16 and 17 
to pulse shaping and count control section 20 of an 
up/down counter 22. The output of the photosensor 15 
is also coupled to the pulse shaping and count control 
section 20 through an amplifier 18. The purpose of this 
third input signal to the control section is to initialize 
the up/down counter to zero when the indexing bar 10c 
crosses over the slit lie from right to left, and to issue 
an index signal when either bar 10c or lOd crosses over 
the slit lie from either direction. The quadrature signals 
from the photosensors 13 and 14 are used to determine 
the direction of motion and to control the counter to 
count up cycles of one of the quadrature signals when 
motion of the scale is to the left, and to count down 
when motion of the scale is to the right. The cycles 
counted for position are also counted by a frequency 
counter 24 to provide velocity information. The fre- 35 
quency counter may, for example, be comprised of a 
lossy integrator which provides a voltage output pro- 
portional to the cycle rate. It may also be comprised of 
a digital counter which is periodically reset, and a 
buffer register which stores the content of the counter ^ 
each time the counter is reset such that the buffer output 
represents the average velocity during each period. 

Regarding the details of the scale, which includes 
index bars 10c and lOd in an index track 106, it should be 
noted that the index track is transparent throughout its 45 
length, except in the positions of the bars. The bars are 
preferably wider than the spacing selected for the Ron- 
chi ruling, such as 2.03 1 times the Ronchi ruling space. 
The slit lie of the reticle is made slightly less wide, such 
as twice the Ronchi ruling space, to assure total eclipse 50 
of the slit by the bars. 

In practice, the scale and the reticle are formed on an 
ultra-flat plate of transparent material, such as glass, 
using photographic techniques. The entire surface of 
the glass is coated with a film of material that is opaque 55 
(or made opaque by exposure, as in the case of photo- 
graphic emulsion) and then made selectively transpar- 
ent using photographic techniques. In the case of photo- 
graphic emulsion, the process is one of simply exposing 
and developing a pattern on the plate of glass. In the 60 
case of other opaque material, the selected transparent 
areas are etched using a photoresist mask that is exposed 
and developed as in the case of the photographic emul- 
sion. In either case, the Ronchi rulings can be provided 
with a spacing of about 5.053 X 10" 3 inches (± 100 X 65 
10~ 6 inches) for a scale typically about 3 inches long to 
be used as a position transducer for read/write heads in 
a magnetic disc recording system. 



FIG. 2 shows the spatial relationship of the alter- 
nately opaque and transparent lines of the Ronchi ruling 
in the first track 10„ of the scale, and the indexing bars 
10 c and 10 rf in the second track 10 4 . It also shows the 
dimension of one "cycle" of the ruling, which is from 
one edge of an opaque line to the corresponding edge of 
an adjacent line. 

FIG. 3 shows the spatial relationship of the two Ron- 
chi rulings 11a and 116 of the reticle, both to each other 
and to the slit. 

In mounting the scale and reticle in a transducer 
assembly, the two are mounted facing each other to 
bring the actual Ronchi rulings of the two as close to 
each other as possible without allowing the scale to 
scrape the reticle. The scale then functions optimally as 
a shutter for the two sets of Ronchi rulings on the reti- 
cle to provide precise triangular waveforms from the 
photosensors 13 and 14 that are out of phase by pre- 
cisely one quarter of a cycle as the scale moves relative 
to the reticle. 

The peak amplitude predictability achieved in the 
relationship of the triangular waveforms to motion or 
position, depends upon a stable light source. If it varies 
due to temperature, power supply, age and other fac- 
tors, the peak amplitude of the waveform will vary. 
Consequently, it is important to control the light source. 
This is particularly important in the case of a light-emit- 
ting diode used as the source since it is highly dependent 
on device temperatures, applied current and age. How- 
ever, regardless of light source type, control may be 
important. That is accomplished by a control loop that 
includes the index photosensor 15 through a bandwidth 
limited voltage controlled current source 26. The basic 
control equation is: 



i ls =k 1 + k 2 (.V r - Vj> 



(1) 



where K 7 is the index photosensor signal at the output of 
the amplifier 18, K\ is an offset constant and K t is a 
constant of proportionality. Both constants may be 
determined empirically for any particular environment 
and operating requirements, or computed from theoreti- 
cal analysis of the control loop. If the light source is 
controllable by voltage rather than current, than the 
current source shown in FIG. 1 is made a voltage 
source, and the control equation becomes: 



V LS =K, + K 1 {V R - V,) 



(2) 



where K x and K 2 are again constants determined by a 
particular design of the control loop. 

Since the index bar at each end of the scale will 
eclipse the slit lie while the scale is in the index posi- 
tion, it is important that the system employing the scale 
for position and velocity control not stop in the index 
position, but instead drive through the index position to 
a position outside the index bars. The rulings of the 
scale are extended outside the index bars on both sides 
to permit velocity and position control. The eclipse of 
the slit lie is then only momentary, causing a very short 
pulse at the output of the amplifier 18. To avoid exces- 
sive amplitude excursions in the control loop during this 
index pulse period, the voltage controlled current (or 
voltage) source is bandwidth limited, as shown in an 
exemplary embodiment illustrated in FIG. 4. 

Referring now to FIG. 4, the bandwidth limited volt- 
age controlled current source 26 of FIG. 1 is comprised 
of a high gain differential amplifier 30, a voltage limiter 
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31, a low-pass filter 32 and a voltage to current con- 
verter 33. The high gain differential amplifier 30, can be 
implemented with an integrated circuit operational am- 
plifier, having differential inputs and a single-ended 
output. 5 

The voltage limiter 31 is required if it is desired to 
provide a limit to control loop range of operation, such 
as might be appropriate if it is necessary to limit the 
maximum current applied to the light source. This limit- 
ing action can be accomplished by a Zener diode, for 10 
example, and in addition a voltage divider might be 
placed across the Zener diode to provide suitable scal- 
ing if desired. Alternately, a limiting action might be 
accomplished by designing saturation limiting into the 
voltage to current converter 33, or by choosing an 15 
amplifier for 30 that limits its output appropriately. Still 
other arrangements for the voltage limiter will occur to 
those skilled in the art. 

The low-pass filter 32 is employed when it is desired 
to limit the bandwidth of the control loop such that it 20 
will respond only to perturbations below a certain fre- 
quency. If one or more index bars, such as 10c and 10c? 
are desired, then aforementioned bandwidth limiting is 
appropriate. 

The output voltage of the high gain differential am- 25 
plifier 30, after processing as previously described, is 
converted to a proportional current by the voltage to 
current converter 33. This converter functions to pro- 
vide a current output proportional to its input voltage. 
It therefore can be considered a voltage controlled 30 
current source. 

Although a particular embodiment of the invention 
has been described and illustrated herein, it is recog- 
nized that modifications and equivalents may readily 
occur to those skilled in the art. Consequently, it is 35 
intended that the claims be interpreted to cover such 
modifications and equivalents. 

The embodiment of the invention in which an exclu- 
sive property or privilege is claimed are defined as 
follows: 40 

1. In an opto-electronic transducer having two mem- 
bers, one movable with respect to the other, and the 
other having at least one slit for transmission of light 
transmitted through said one member for determining at 
least one of two parameters consisting of position of 45 
said one member with respect to said other member and 
velocity of one with respect to the other, the combina- 
tion comprising 

at least one track in said first member containing 

information, 50 

a controlled source of light stationary with respect to 
- said second member, 

means stationary with respect to said second member 
for detecting light transmitted through said one 
track from said source, and for producing an ana- 55 
log signal of an amplitude related to the intensity of 
transmitted light detected, 
a second track in said first member disposed along 
side said one track for transmission of light from 
said source, the length of said second track being 60 
substantially equal to the length of said one track, 
said second track being transparent throughout 
substantially its entire length and having informa- 
tion only at positions of the operating region of said 
second track where said first member is not permit- 65 
ted to stop, 
means for detecting light transmitted through said 
second track from said source and through said slit 



in said other member and for producing a feedback 
signal of an amplitude related to the intensity of 
light detected, and 
control means including a low-pass filter responsive 
to said feedback signal for so controlling said 
source of light as to maintain the intensity of light 
from said source substantially constant. 

2. The combination of claim 1 wherein said light 
source is a light emitting diode, and said control means 
is controlled current source for said light source. 

3. The combination of claim 1 wherein said control 
means includes means for limiting the amplitude of said 
feedback signal. 

4. The combination of claim 1 wherein said informa- 
tion in said second track is comprised of at least one 
opaque bar for providing indexing information of the 
position of said one member relative to the other mem- 
ber at one extreme of the operating region. 

5. The combination of claim 4 wherein said control 
means includes means for limiting the amplitude of said 
feedback signal. 

6. In an opto-electronic transducer having a scale and 
a reticle for determining change of position of said scale 
relative to said reticle, the combination comprising 

a first track on said scale having a transmission grat- 
ing, 

a second track on said scale being transparent 
through substantially the entire length of said first 
track, said second track having information only at 
the extremes of the operating region of said trans- 
ducer where said transducer is not permitted to 
stop, 

at least one section of transmission gratings on said 
reticle, said reticle gratings being of a width equal 
to corresponding gratings on said first track of said 
scale, 

a slit on said reticle in a position opposite said second 
track, 

a controlled source of light, 

a first photosensor positioned to receive light from 
said source through said first track of said scale and 
said one section of gratings on said reticle in order 
to produce a signal containing information as to 
said change of position, 

a second photosensor positioned to receive light from 
said source through said second track of said scale 
and said slit of said reticle in order to produce a 
feedback signal related to the intensity of light 
emitted by said source, and 

control means including a low-pass filter responsive 
to said feedback signal from said second photosen- 
sor for controlling said source of light to maintain 
substantially constant the intensity of light received 
by said second photosensor, whereby light re- 
ceived by said first track from said source is main- 
tained substantially constant. 

7. The combination of claim 6 wherein said control 
means includes means for limiting the amplitude of 
excursions of said feedback signal. 

8. The combination of claim 6 wherein said informa- 
tion in said second track is comprised of at least one 
opaque bar for providing indexing information of the 
position of said reticle relative to said scale at one ex- 
treme of the operating region. 

9. The combination of claim 8 wherein said control 
means includes means for limiting the amplitude of said 
feedback signal. 
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10. In an opto-electronic transducer having a scale 
and a reticle for determining change of position of said 
scale relative to said reticle, the combination compris- 
ing 

a first track on said scale having alternately opaque 
and transparent lines of equal width, 

a second track on said scale being transparent 
throughout and having at least one opaque bar at a 
position where said scale is not permitted to stop 
for indexing the position of said scale relative to 
said reticle, 

at least one set of alternately opaque and transparent 
lines on said reticle, said reticle lines being of a 
width equal to corresponding lines on said first 
track of said scale, 

a slit on said reticle in a position opposite said second 
track, said slit being of a width not greater than said 
bar, 

a controlled source of light, 

a first photosensor positioned to receive light from 
said source through said first track of said scale and 
said one set of lines on said reticle, 

a second photosensor positioned to receive light from 
said source through said second track of said scale 25 
and said slit of said reticle, and 

control means including a low-pass filter responsive 
to an output signal from said second photosensor 
for controlling said source of light to maintain 
substantially constant the intensity of light received 
by said second photosensor is maintained substan- 
tially constant. 

11. The combination of claim 10 wherein said light 
source is a light emitting diode. 

12. The combination of claim 11 wherein said means 
for producing said feedback signal includes means for 
limiting the amplitude of excursions of said output sig- 
nal. 

13. The combination of claim 11 wherein said means 40 
for producing said feedback signal includes a source of 

a constant reference signal and means for comparing 
said second photosensor output signal with said refer- 
ence signal, and for producing said feedback signal in 
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proportion to the difference between said photosensor 
output signal and said reference signal. 

14. The combination of claim 13 wherein said means 
for producing said feedback signal includes means for 
limiting the amplitude of excursions of said output sig- 
nal. 

15. An opto-electronic transducer for determining 
position and velocity of one member with respect to 
another member comprising 

a controlled source of light, 
a scale with a transmission grating on a first track and 
an indexing bar near each end of a second track 
adjacent said first track, said second track being 
transparent, and said indexing bars being opaque 
and at positions where said scale is not permitted to 
stop, 
a reticle opposite said scale with a minimum spacing 
necessary to permit relative motion between said 
scale and said reticle, said reticle having two sec- 
tions of the same transmission grating as in said first 
track, both of said sections being opposite said first 
track of said scale with one section offset spatially 
one quarter cycle with respect to the other section, 
and said reticle having a slit opposite said second 
track, both of said sections and said slit being posi- 
tioned with respect to said light source to transmit 
light from said light source, 
two photosensors, a different one opposite each of 
said sections of said reticle, for producing quadra- 
ture signals from which relative position and veloc- 
ity between said scale and reticle position and ve- 
locity between said scale and reticle can be deter- 
mined, and a third photosensor opposite said slit of 
said reticle for producing an index signal, and 
coupling means for low-pass filtering and coupling 
said index signal to said controlled source of light 
to maintain the intensity of light transmitted 
through said sections of said grating in said reticle 
substantially constant. 
16. The combination of claim 15 wherein said cou- 
pling means includes means for limiting the amplitude 
of said index signal bandwidth limited and coupled to 
said controlled light source. 
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